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Scheduled 

production 


Actual 

production 

1. 

ica 1 equipment 

1 $ 309 $ 000 ea st marks 

1,01,5,000 < 

2* 

Telescopes 

6,709,0® 

W 

6,532,000 

3o 

Photographic objective lenses 

15,328,000 

n 

i«'M53,-X'o 

, > & 

Spectacle lenses and frames 

2,132,000 

n 

3,353/JOO 

Comparable 




5« 

-Surveying equipment 

2,162,000 

t? 

1,163,000 

6* 

A. s tronor.ii ca 1 equipment 

1,323,000 

.it 

If 95, 000 

?. 

Precision measuring equipment 

5,319,000 

s? 

5,353,000 

s. 

I ’ icroscope equipment 

9, ‘ ' 31 ,00'j 

51 

7,691,000 

9 . 

Optical measuring equipment 

it, 139,000 

It 

3,353,000 

16, 

Electrical equipment 

U, 030,000 

tt 

•30,0 TO 

15;. 

Diamond dies 

1,983,0® 

ir 

1,712,000 
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